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Message Text 


E.O. 11652: N/A 

TAGS: IAEA, TECH, PARM 

SUBJECT: US CONTRIBUTION TO IAEA TECHNICAL ASSISTANCE 
1976 PHILIPPINES PROJECT PHI/0/02 


1 . THE IAEA EQUIPMENT SECTION INFORMS THAT THE NPL 
SECONDARY STANDARD THERAPY LEVEL X-RAY EXPOSURE METER 
WHICH FORMED A PART OF THE SUBJECT GIFT IN KIND WAS 
NOT ACCOMPANIED BY A CALIBRATION CERTIFICATE ON DELIVERY 
TO THE PHILIPPINE ATOMIC ENERGY COMMISSION. ALSO AT 
VARIANCE WITH THE AGENCY’S SPECIEICATIONS WAS THE FACT 
THAT THE AFOREMENTIONED METER AND NPL SECONDARY 
STANDARD PROTECTION LEVEL X-RAY DOSE RATE-METER WAS 
SUPPLIED ADAPTED FOR 50 CYCLE AC CURRENT INSTEAD OF 
60 CYCLE AS SPECIFIED. SUBJECT ITEMS WERE ITEMS 1 AND 
4 OF USERDA PURCHASE ORDER NO. CH-76-1078. 


2. PLEASE INFORM THE CONTRACTING OEFICE AT ARGONNE 
NATIONAL LABORATORY OE THESE DISCREPANCIES AND ADVISE 
REMEDIAL ACTION PROPOSED BY NUCLEAR ENTERPRISES. STONE 
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